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TRADE NAMES SUPPLEMENT 


SEPTEMBER 25th, 1936. 


This Supplement appears in “THE ELECTRICAL 
REVIEW” four times each year, viz: the last 
week in each quarter. Trade names are inserted 
in the four issues of each year for an inclusive 
charge of £1 per annum, which admits of three 


descriptions following, the trade name. 


If more than ten names are inserted, the charge is 
£1 for each trade name up to ten, further names 
beyond the ten being charged at 5/- per trade 
name for the four issues. 


WRITE FOR ORDER FORM AT ONCE TO 
ENSURE INCLUSION iN THE NEXT ISSUE 


JRSET HOUSE, STAMFORD ST., S.E.1. 


Telegraphic Address : Telephone No. : 
GEEKAY, SEDIST, LONDON,” Code, A B C. WATERLOO 3333 (Fifty Lines). 
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Single-, t 

current mo 

motors and 
DOWN 

Bakelite m 


ABBOTT BRAND Abbott, Anderson & Abbott, Ltd., Heathfield Works, Harpenden, Herts, 
Varnished insulating doths ‘and tapes i in 
cambric and silk, and adhesive tapes, etc. 


HLEY .. 
A.C.E.C. . ACE.C., 56, Victoria St., London, S.W.1. Bakelite el 


Cables, electrical machinery, transformers. 


ACME The “ Acme” Lighting & E Co., 48, Waverley Rd., St. Al 
Automatic time ‘switches, Goliath and Edison erts. Alten No 
screw holders for gas-filled lamps. = 
TLAS.. 
ACME Acme Electrical Mfg. Co., Tariff Rd., Tottenham, N.17. Electric Li 
Motor starting switches. IM. IN C 
a Be as Le Carbone, Ltd., Spencer House, South Place, E.C.2. — 
Primary cells. — 
UTOCAR.. 
ADAPTABLE _... Hann & Ingle, 13, Albert Place, Bridge St., Manchester. Growlers, 
Earthing clips. electrical e 
UTOLITE 
ADHESIVE TAPES... x The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane 
Super quality insulating tapes. Walthamstow, E.17. 
ADJUSTOSTAT . a Ferranti, Ltd., Hollinwood, Lancs. UTOPHOT! 
Adjustable thermostat with limit settings Photo-elec 
and “ off” position. MELAQUI 
ADJUSTEEL Constructors, Ltd., Nickel Works, Tyburn Rd., Erdington, Birmingham. 
Steel shelving, adjustable. BAKELITE. . 
Moulding 
AEROFLEX Parmiter, Hope & Sugden, Ltd., Newton Avenue, Longsight, Manchester. nishes, etc 
High rupturing capacity fuses and distribu- ; 
tion boards. BAKELITE. 
Synthetic | 
AEROTO .. | Davidson & Co., Ltd., Sirocco Engg. Works, Belfast, Northern Ireland. 
Patent screw fans. BAKELITE. . 
Insulating 
AJAX-NORTHRUP Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. BAKELITE 
Electric furnace, high ‘frequency, induction ; idine 
type for steel, nickel alloys, platinum, etc. Moulding: 
BAKELITE. . 
AJAX-WYATT.. Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. Bakelite n 
Electric furnace, induction type, for brass, 
nickel-silver and other copper alloys. BAKELITE . 
Moulding: 
ALDER _... | Alder Electrical Appliances, Ltd., Rushworth St., Burnley. BAKELITE. . 
Electric wash boilers and washing machines. Varnish-p 
ALTON... .. The Alton Battery Co., Ltd., Alton, Hants. BAKELITE... 
Storage batteries. | Laminate 
gears, tul 
AMPLIVOX Amplivox, Ltd., 106, George St., Portman Square, London, W.I. 
Hearing aids for the deaf. BALLSOK .. 
Admiralt 
ANACOS (Regd.) .. | Frederick Smith & Co., Anaconda Works, Salford 3, Lancs. ita 


Bare wires and strips in in : copper and alloy. 


Fans wit 

KA we Callender’s Cable & Construction Co., Ltd., Hamilton House, Victor desk or w 

Adaptor for domestic appliances. Embankment, E.C.4. goer : 

ircuit br 

Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.!).  BBATTERSE, 

Ironclad switch and _ fusegear, voltage 
controllers. ; 

ARMCO .. Whitecross Co., Ltd., Warrington. Sme!l_ me 

High purity ingot won, ' wire and strip. and d.c., 

BEANC) 

ARMORDUCT.. Armorduct Cable Co., Ltd., 159, Westminster Bridge Rd., S.E.1. Lamphok 

Wires and cables. : 

ECOL. 

ARON Aron Electricity Meter, Ltd., 80, Salusbury Rd., Kilburn, N.W.6. Ebosite f 

Electricity supply meters and demand indica- : ; BECOL \TE 

tors for kW and kVA. Cor:.posit 

elec~ical 

ARORA . Arora Co., 66, Rosebery St., Loughborough, Leicestershire. BEEAN TEE 

Electric fires, electric ‘dairy sterilisers, elec- Bak Tae 


trical cooking apparatus, electrical tubular ae a 
heaters. 
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NAME AND DescRrIPTION. 


MANUFACTURED BY OR OBTAINABLE FROM 


es 
Rotary and tumbler switches. 


Pressure contact self-aligning _fusegear, 
electric fires, anti-vibration electric light 
fittings. 

Switchboards, distribution boards, feeder 
pillars, kiosks, etc. 

Single-, ‘two- three- phase alternating 
current motors and generators, direct current 
motors and dynamos, transformers. 


DOWN 


Bakelite mouldings of ¢ every description. 


Bakelite electrical accessories. 

Bakelite interchangeable strip lighting holders. 
No threads to cross and break—no tools, 
screws, or cutting of wires. 


Electric Lamps. 


TM. IN CIRCLE. 
Telephone, telegraph, end signalling equip- 
ment. 


Crowlers, ‘puller presses, etc., ; for automobile 
electrical equipment service. 


UTOLITE 
Starting, Eehting and ignition equipment for 
motor vehicles. 


UTOPHOTI 


Photo-electric cells and photometers. 


BAKELAQUEl.. 
Insulating material. 
Moulding materials, laminated sheets, var- 
nishes, etc. 
Synthetic resins, cement, silent gear material, 
etc. 


Insulating varnish. 
Mouldings and insulating material. 
Bakelite mouldings and insulating materials. 


Mouldings and insulating materials. 


Varnish-paper boards, tubes, cylinders, etc. 
BAKELITE. . 

Laminated sheets, fabric board for silent 

gears, tubes, cylinders, bushings and in- 

Sulators, 


BALLSOK . 
Admiralty pattern ineulating heeds. 


BANDOLERO 
Fans with specially woven fabric blades, 


desk or wall type. 
BANTAM .. 


Circuit breakers ond starters. 


BATTERSEA 


Carbon brushes. 


BATWIN 


Smell motors, repulsion induction type, a.c. 
and d.c., and sign flashing apparatus. 


Lampholders, dry bells and switches. 


BECOL 


Ebeite for high tension, electrical and acids. 


ATE 


mposite material to withstand heat for 
elec'-ical work. 


‘TEE (Regd.) 
Bal lite interchangeable strip lighting holders 
—no tools, screws, or cutting of wires. 
Cab!e connectors for all models. 


Arrow Electric Switches, Ltd., Hanger Lane, Ealing, W.5. 


Artic Fuse & Electrical Mnfg. Co., Ltd., Birtley, Co. Durham. 


Artic Fuse & Electrical Mnfg. Co., Ltd., Birtley, Co. Durham. 


Asea Electric, Ltd., 5, Chancery Lane, W.C.2. 


H. E. Ashdown (Birmingham), Ltd., Perry Barr, Birmingham. 
Ashley Accessories, Ltd., Finch Place, London Rd., Liverpool, 3. 


Astralite Electrical Products, 60-61, Red Lion St., London, E.C.1. 


Atlas Lamp Works, Ltd., 105-109, Judd St., King’s Cross, W.C.1. 


Automatic Electric Co., Ltd., Strowger Works, Liverpool, 7. 
Autocar Electrical Equipment Co., Ltd., 32-4, Albert Embankment, S.E.11. 
Autocar Electrical Equipment Co., Ltd., 32-4, Albert Embankment, S.E.11. 


Everett Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 
Attwater & Sons, Hopwood St. Mills, Preston. 


Bakelite, Ltd., 68, Victoria St., S.W.1. 
Bakelite, Ltd., 68, Victoria St., S.W.1. 


Attwater & Sons, Hopwood St, Mills, Preston. 

The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
ee Ltd., Excelsior Works, Rollins St., Canterbury Rd., 
Thomas de la Rue & Co., Ltd., Shernhall St., Walthamstow, E.17. 

The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Walthamstow, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


Lionel Robinson & Co., Ltd., Furnival House, 14-18, High Holborn, W.C.1. 


The Hotpoint Electric Appliance Co., Ltd., 24, Newman St., W.1. 


George Ellison, Ltd., Perry Barr, Birmingham, 20. 
Morgan Crucible Co., Ltd., Battersea Works, Church Rd., S.W.11. 


Power Contracts (Batwins), Ltd., 138, Southwark St., S.E.1. 


Baxendale & Co., Ltd., Miller St., Manchester. 
The British Ebonite Co., Ltd., Hanwell, W.7. 


The British Ebonite Co., Ltd., Hanwell, W.7. 


The “ Beeantee ” Illuminations, Ltd., 88, Goswell Rd., London, E.C.1. 
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MANUFACTURED BY OR OBTAINABLE FROM 


BELL... 
Decorative electric 
electric lamps. 


BELLEROID 


Insulators. 


BELLING . 


Electric Gres, anil water heaters. 


B.E.M. 
Motors. 


B.E.N. 


lamps and gas-filled | 


Spray- paint plant and ‘equipment, air com- | 
pressors, flex-shaft sanding and_ polishing | 


machines. 


BENJAMIN 
Industrial and commercial lighting equip- 
ment, electric water heaters,radio components. 


BERCO 


Vitreous enamelled embedded resistances, 


sliding resistances, transformers. 


BIAFLUX . 
Electro- magnetic separators, lifting magnets, 
chucks and clutches. 


BIJOU 


Small dial ammeters and voltmeters. , 
Ironclad switches and distribution boards. 
BIMETAL . 


Nen-caidising. fuse wire, 


BI-MULTI . 
Street lighting reflectors. 


BIRLEC 
Electric resistance furnaces ‘for all hest- 
treatments including bright annealing, scale- | 
free hardening, brazing, etc., and rocking | 
arc-type melting furnaces for all metals. 


BLACKLEY 
Tape. 


BLAIZOLITE 


Adjustable patent projector lantern. 


BLAKE 


Insulated staples. 


BLUE LABEL 
Dry cell. 


BONDIT 


Metal sheathed wiring system and fittings. 


Ironclad switches and distribution boards. 


BREEZA 


Exhaust and volume electric fans. 


BRITE-LITE | 
Weatherproof ‘floodlights, ‘stage lighting | 
equipment, cornice troughing, etc. 


BRITICENT 


Cables, conduits and a: accessories. 


BRITON 


Electric lamps of all descriptions. 

Gaseous discharge lamps. 
BRITTAIN 

Motors. 


BROADBENT. 
Automatic centrifugal clutch pulleys, coup- 
lings and brakes. 


BRUCE 
Street lighting lantern. 


BRUSH 
Transformers, motors, " generators and con- 
verters, diesel engines. 


BRUSH-LJUNGSTROM 


Turbo-generators. 


B.T.H. 


Electrical. equipment. 


B.T.H. 


Electric refrigerator. 


| 
| 


| Mosses & Mitchell, Ltd., 


Coloured insulated staples. | 


| Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C. 


| British Electric Lamps, Ltd., Spencer Hill Rd., S.W.19. 
, | Barrett & Elers, Ltd., Dace Rd., Old Ford, E.3. 
. | Belling & Co., Bridge Works, Enfield, Middlesex. 
| Brittain’s Electric Motor Co., formerly Elec. Motor 


Eastdown Works, Dermody Rd., Lewisham, S.E.13. 
| B.E.N. Patents, Ltd., Gorst Rd., Park Royal, N.W.10. 


The a Electric, Ltd., Brantwood Works, Tariff Rd., Tottenhs 


Middlesex. 


| The Rapid le Machine Co., Ltd., Magnet Works, Lombard § 


| 
| 


| Nalder Bros. & Thompson, Ltd., Lane Works, 97a, Dalston Lane, Dalston, £ 


Birmingham, | 


S. Bill & Co., Ltd., Queens Rd., Aston, Birmingham. 


Parmiter, Hope & Sugden, Ltd., Newton Avenue, Longsight, Manchester, 
| Electric Street Lighting Apparatus Co., The Foundry, Canterbury. 


| Birmingham Electric Furnaces, Ltd., Birlee Works, Tyburn Rd., Erdingtoy 


Birmingham. 


| Connolly's (Blackley), Ltd., Blackley, Manchester, 9. 


_ Norrington & Landon, Ltd., 33, Brazennose St., Manchester. 


| W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


BOTRADE 


S. Bill & Co., Ltd., Queens Rd., Aston, Birmingham. 


| The London Fan & Motor Co., Ltd., 33-37, Alfred Place, W.C.1. 


D. Walter & Co., Ltd., 61-3, Lant St., S.E.1. 


| British Central Electrical Co., Ltd., 6-8, Rosebery Avenue, E.C.1. 
| Briton Lamps, Ltd., Roman Wall House, Crutched Friars, E.C.3. 


| Briton Lamps, Ltd., Roman Wall House, Crutched Friars, E.C.3. 


| Britain's Electric Motor Co., formerly Langdon-Davies Elec. Motor 
Eastdown Works, Dermody Rd., Lewisham, S.E.13 


Thos. Broadbent & Sons, Ltd., Huddersfield. 


The Wardle Engg. Co., Ltd., Elsinore Rd., Old Trafford, Manchester. 


The Brush Electrical Engineering Co., Ltd., Falcon Works, Loughboro 


| The Brush Electrical Engineering Co., Ltd., Falcon Works, Loughb»rout 


The British Thomson-Houston Co., Ltd., Rugby. 


International Refrigerator Co., Ltd., 169, Regent St., W.1. 
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The British Electric Resistance Co., Ltd., Queensway, Ponders Fy 


Chiswell Works, 60-68, Ironmonger Row, E.C/ 
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BUSTLER .. uF - . Bustler Electric Co. (London), Ltd., Bank Chambers, 14, Watling Avenue, 
Electric vacuum cleaner. Burnt Oak, Middlesex. 
CABLEGRIP W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Cable boxes. 
CAB TYRE , W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Electric cables. 
CALLENDER WIRING SYSTEM .. Callender's Cable & Construction Co., Ltd., Hamilton House, Victoria 
Internal wiring system. Embankment, E.C.4. 
CALLENDER... - Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Electric cables of all types. Embankment, E.C.4. 
AMBRIDGE Cambridge Instrument Co., Ltd., 45, Grosvenor Place, S.W.1. 
Electrical and mechanical instruments of 
precision, temperature- measuring instruments 
of all types, power plant i instruments. 
CARRON Carron Company, Carron, Falkirk. 
Fires, domestic and heavy cooking appliances, 
irons, etc. 
CELEC... .. Curtis Mfg. Co., Ltd., 26-28, Paddenswick Rd., Hammersmith, 
Sliding resistances, dimmers, cinema resist- 
ances, and charging boards. 
.. Asea Electric, Ltd., 5, Chancery Lane, W.C.2. 
Single-phase repulsion induction motors, two- 
and three-phase automatic start motors, 
fractional h.p. split phase motors. 
CENTURY Elliott Brothers (London), Ltd., Century Works, Lewisham, S.E.13. 
Duc. volt-ammeter test set. 
Chamberlain & Hookham, Ltd., Solar Works, New Bartholomew St., 
Electricity meters and inctrument trans- Birmingham. 
formers. 
CH. .. -+ Igranic Electric Co., Ltd., 149, Queen Victoria St., E.C.4. 
Hand-operated and self-acting electric motor 
controlling apparatus. 
CHARLTON . Johnson & Phillips, Ltd., Charlton, S.E.7. 
Electric storage water heater. 
CHROMALOX ; Geo. Bray & Co., Ltd., Leeds, 2. 
Electric heating units. 
CIRSCALE The Record Electrical Co., Altrincham, Cheshire. 
Ammeters, wattmeters and power factor 
meters. 
City Electrical Co., 1, Emerald St., W.C.1. 
Motors, a.c. and d.c. 
CLEMATEITE Dacier, Ltd., 8-12, Wagner St., Old Kent Rd., S.E.15. 
Arc-proof asbestos sheets and mouldings. 
CLIFTEX .. Mosses & Mitchell, Ltd., Chiswell Works, 60-68, Ironmonger Row, E.C.1. 
Insulating tape. 
COLDRATOR International Refrigerator Co., Ltd., 169, Regent St., W.1. 
Electric refrigerator. 
COLUMBUS Elkay Electrical Manufacturing Co., Ltd., 4, Southampton Row, W.C.1. 
Automatic time- -lag awitches for staircase 
lighting, etc. 
COMET... Marshall Electrical Co., Ltd., Tottenham Mews, Tottenham St., W.1. 
Q.m.b. positive ‘switchplugs, two, five, and 
fifteen amps. 
CONCORDIA... The Concordia Electric Safety Lamp Co., Ltd., “ Luma" Works, Cardiff. 
Electric safety lamps, complete safety lamp 
equipment for mining and other purposes, 
torch lamps, approved type. 


CONEX 
Wiring connectors for surface ' wiring systems 
and general electric lighting purposes. 


COOLEX .. 
Switch and fuse boards. 


COSMOS .. oe 
Electric lamps. 

COUNTESS 
Electric fires. 


CRABTREE (Regd.) 


Switches, accessories and switchgear. 


CRACORE 


Twin and three-core ‘solid bieumen cables, 
tough rubber sheathed trailing cables. 


V.G. Manufacturing Co., Ltd., Gorst Rd., North Acton, N.W.10. 


United Electrical Co, (Coolex), Ltd., Coolex Works, Chester St., Birmingham. 


Metropolitan-Vickers Electrical Co., Ltd., Trafford Park, Manchester, 17. 


Premier Electric Heaters, Ltd., St. Andrew's Rd., Birmingham. 


J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 
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.. Simplex Electric Co., Ltd., Empire House, 159, Great Charl 
CRESSALL .. Cressall Mfg. Co., Ltd., Eclipse Works, 31 & 32, Tower St., Birmingham, DUETTE 
Resistance nets, resistance wires,. steel All ir 
jacketed unit heaters. 
DUGDIL 
CRESSALL .. Cressall Mfg. Co., Ltd., Eclipse Works, 31 & 32, Tower St., Birmingham, |i Move 
Regulators, sliding resistances, ‘danmers, lighti 
CROWN MERTON ..  Corfield-Sigg, Ltd., Trafalgar Works, Station Road, S.W.19. DUNDA: 
Aluminium electric ware. \ fe 
goods 

CROYDON.. a x .. The Croydon Engg. Co., Ltd., 80, Gl ter Rd., Croydon. 

Fractional h. p. motors. 

CRYSELCO Cryseleo, Lid., Kempston Works, Bedford elects 

ectric lamps. DUPLY 
a ee W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.|. Slot | 
ectrical cables, DUSTE1 

CUMULUS ; 7 .. Nathan & Allen, Ltd., 131, Victoria St., London, S.W.1. Elect 

erma storage e ectric water eaters. DWARF 
CNUS .. .. The Edison Swan Electric Co., Ltd., 123-5, Queen Victoria St., E.C.4, Indi 
Floodlight projector. E 

DAMARDA Bakelite, Ltd, 68, Victoria St., S.W.1. Swit 
Lacquer. 

DAMPER .. Dorman & Smith, Ltd., Ordsal Electrical Works, Salford, Manchester. Split 
Factory fuses. 

DANDY... .. R.G. Dixon & Co., Ltd., 116, Victoria St., Westminster, S.W.1. 

Electric floor cleaning, burnishing and polish- EASTW 
ing machine. Wate 
cabir 

DECO Dalyte Electrical Co., Deco Engg. Works, West Row, N. Kensington, W. 

Patent limit switches, cable reeling drums, end EBONE: 
special control devices for handling plants. Mou 
bak 

DELCO... .. Delco-Remy & Hyatt, Ltd., 111, Grosvenor Rd., S.W.1. 
Motors, silent, condenser-start, repulsion EDISIG! 
induction and split phase types, also special Sign 
refrigerator models. Three - phase, high lam 
torque motors, 

EDISON 

DERITE.. .. Crompton Parkinson, Ltd., Bush House, Aldwych, W.C.2. Cabl 
Compound insulated cable. 

EDISW: 

DIAMOND H. .. Diamond H.” Switches Ltd., Gunnersbury Avenue, Chiswick, W.4. Elec 
Reciprocating heater switches, rotary ‘switches, 
all types, temperature control apparatus. EFCO 

DIATRINE .. W.T. Glover & Co., Ltd., Trafford Park, Manchester. 
Diatrine paper-insulated cable. pron 

DICTOGRAPH .. .. Dictograph Telephones, Ltd., Abbey House, Westminster, S.W.1. EFCO | 
Loud - speaking _ interc icating and El 
automatic telephone. ec 

DIONIC . Evershed & Vignoles, Ltd., Acton Lane Works, Chiswick, London, W.4. EFESC/ 
Electrical apparatus for testing waiter for Wiri 
dissolved impurities. EFESC, 

DIOPRISM by - .. Dorman & Smith, Ltd., Ordsal Electrical Works, Salford, Manchester. Fire 
Prism lighting fittings. 

EFTEE!] 

DOWSING’S .. Dowsing Company (Electrical Manufacturers), Ltd., Kangley Bridge Ri Dif 
Domestic, ‘and Lower Sydenham, S.E.26. 
appliances of every description. 

DOWSING’S Dowsing Company (Electrical Manufacturers), Ltd., Kangley Bridge Ré. —— 
Cordless and flex electric irons for laundries, Lower Sydenham, S.E.26. ‘ 
tailors, dressmakers, milliners, etc., soldering ELAST! 
irons, branding irons. Cab 

DRAKA .. .. Electric Cables, Ltd., 25, Old St., E.C.1. 

Cables. 
ra 

DRAYTON Drayton Regulator & Instrument Co., Ltd., West Drayton, Middlesex. hie 
Automatic temperature, pressure and float- 
operated switches, indicating and recording ELECT 
instruments, electrically operated valves. Rot: 

t 
.. Dorman & Smith, Ltd., Ordsal Electrical Works, Salford, Manchester. 
Switchboards, switch, and fuse gear. FLECT 
St 

DUBILIER .. Dubilier Condenser Co. (1925), Ltd., Ducon Works, Victoria Rd., No 
Power factor correction condensers and Acton, London, W.3. ELECT 
furnace condensers, electrolytic condensers, Rad 
mica and paper dielectric condensers for radio 
receiving and transmitting apparatus, and for ELECT 
industrial purposes. Rad 

DUBILIER Dubilier Condenser Co. (1925), Ltd., Ducon Works, Victoria Rd., No ELEPH 
Fixed resistances, volume controls ond anti- Acton, London, W.3. Inet 


interference devices. 
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(a8) a ws) = Brown Bros., Ltd., 20/34, Gt. Eastern St., London, E.C.2. 
leaner, iron, floodlights. 
UETIE .. =~ ” Midland Elec. Manufacturing Co., Ltd., Barford St., Birmingham, 5. 
All insulated fuseboards. 
DUGDILL’S John Dugdill & Co., Ltd., Hazel Grove, near Stockport. 


Movable, focusing, self-sustaining electric 
lichting fittings. 


DUNDAS .. a es bs rs .. Edward Macbean & Co., Ltd., Wellington Mills, Port Dundas, Glasgow, C.4. 
Vernished insulating cloths and silks in piece 
goods and tapes. 


DUPLEX .. .. Electrona Electrical Products, Ltd., Friday St., Manchester. 
Flectric floor polisher, portable electric sander, 
electro-medical and hairdressers’ apparatus. 


DUPLY... .. H.D.Symons & Co., Ltd., Park Works, Kingston Hill, Surrey. 


Slot lining insulation. 


DUSTETTE .. Hoover, Ltd., Perivale, Greenford, Middlesex. 


Electric hand cleaner. 


DWARF... Ar .. Everett Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 


Indicating i instruments. 


George Ellison, Ltd., Perry Barr, Birmingham, 20. 
Switchgear and control gear, etc. 

EASIFIX .. .. Price & Belsham, Ltd., Tamworth Lane Works, Mitcham, Surrey. 
Split core current transformers for use with 


load indicators, live line tapping system for 
h.t. lines, earthing clamps. 


EASTWOODS.. .. | Eastwoods, Ltd., 47, Belvedere Rd., S.E.1. 
Water heaters, radiators, refrigerators, 
cabinets, etc. 


EBONESTOS , . Ebonestos Insulators, Ltd., Excelsior Works, Rollins St., Canterbury Rd., 
Moulders in ebonestos plastic compounds .E.15. 
bakelite and other synthetics. 


EDISIGNS . a .. The Edison Swan Electric Co., Ltd., Ponders End, Middlesex. 
Signs constructed with Royal ‘ * Ediswan " 
lamps in special holders. 


EDISON SWAN .. - ta) 4 .. _ Edison Swan Cables, Ltd., 155, Charing Cross Rd., W.C.2. 
Cables. 
EDISWAN . i =# .. The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


Electric va vacuum » cleaners. 


EFCO ' .. Electric Resistance Furnace Co., Ltd., 17, Victoria St., S.W.1. 
Resistance furnace for heat treatment of 
metal, magnetic sheet annealing and bright 
annealing, and pottery kilns. 


EFCO ROCKING RESISTOR os .. | Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 
Electric furnace for cast iron, bronzes, etc. 

EFESCA .. .. Falk, Stadelmann & Co., Ltd., 83-93, Farringdon Rd., E.C.1. 
Wiring accessories. 

EFESCA-SERVIS net .. Falk, Stadelmann & Co., Ltd., 83-93, Farringdon Rd., E.C.1. 


Fires and domestic appliances. 

Fredk. Thomas & Co., Ltd., 189-191, Drummond St., London, N.W.1. 
Diffused lighting, commercial and domestic 
electric lighting fittings. 


EISEMANN .. Autocar Electrical Equipment Co., Ltd., 32-34, Albert Embankment, S.E.11. 
Magnetos. 

ELASTUMEN .. .. Johnson & Phillips, Ltd., Charlton, S.E.7. 
Cable. 

ELECTRIC TRANSMISSION .. | Electric Transmission, Ltd., Culford Works, Kingsbury Rd., Islington, 
Transmission line accessories, bushings, pole N.1. : 
top switchgear. 

ELECTRO-DYNAMIC . .» | Electro Dynamic Construction Co., Ltd., St. Mary Cray, Kent. 


Rotary converters, light-weight and marine | 
motors, variable speed a.c. motors. 


ELECTRO-MATIC .. | Automatic Electric Co., Ltd. (formerly Automatic Telephone Mnfg. Co 


Street trafhce control equipment. Ltd.), Strowger Works, Milton Rd., Edge Lane, Liverpool. 
ELECTRO-VAPOUR .. mA os .. | Benham & Sons, Ltd., 66, Wigmore St., W.1. 

Radiators. 
ELECTROVEX .. ee oe ne .. | Benham & Sons, Ltd., 66, Wigmore St., W.1. 

Radiator. 
ELEPHANTIDE . e a .. | B.S. & W. Whiteley, Ltd., Pool Paper Mills, Pool-in-Wharfedale, nr. Leeds. 


Insulating pressboards. 
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ELGEE : a Landis & Gyr, Ltd., Elgee Works, Victoria Rd., North Acton, W.3. - 


Electricity meters, time switches and in- 
strument transformers. 


ELLIOTT .. Be | | Elliott Brothers (London), Ltd., Century Works, Lewisham, S.E.13 
Electrical measuring instruments of alll kinds. 
| George Ellison, Ltd., Perry Barr, Birmingham, 20. 
Circuit breakers and switchgear. 
ELMANCO 


Square universal house wiring box for lead- 
covered systems. 


E.M.I1. ieee & Wardrop, Ltd., 25, Old St., E.C.1. 
Electric “fans, fractional h. >. motors, box 
blade exhaust fans. 


— & Caunter, Ltd., “ Darnoc House,” Alfred Place, W.C.1. 


IRE .. e ey | Attwater & Sons, Hopwood St. Mills, Preston. 
Insulating cloth and tape. 
The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Varnished a ‘doths and tapes, in in | Walthamstow, E.17. 
cambric and silk to comply with B.S.I. | 
specifications. 
EMPIRE | The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Super quality insulating sleeving i in all colours. Walthamstow, E.17. 


| 
| Ena Electrical Appliances, Ltd., Ena Works, 30, Church Rd., N.1. 


Electrical heating apparatus and elements. 
ENDOLAC .. | Pinchin, Johnson & Co., Ltd., 4, Carlton Gardens, S.W.1. 


High grade black spirit insulating varnish for | 
finishing coat on armatures and fields. 


URAL oF < ve W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Special cables and compound. 


ENFELBOND _.. a as sa .. | The Enfield Cable Works, Ltd., Lincoln House, 296-302, High Holborn, 
Wiring system. WAL 
ENFELITE .. | The Enfield Cable Works, Ltd., Lincoln House, 296-302, High Holbor, 
Wiring system. W.C.l. 
ENFELLOY ite .. The Enfield Cable Works, Ltd., Lincoln House, 296-302, High Holborn, 
Wiring system. W.C.l. 
ENFIELD .. .. The Enfield Cable Works, Ltd., Lincoln House, 296-302, High Holbom, 
Cables. W.C.1. 
ENSIGN... Me .. The General Accessories Co., Ltd., 18-22, Euston Buildings, London, N.W.I. 
Brass lampholders, wall plugs, ete. 
E.P.S. .. Pritchett & Gold and E.P.S. Co., Ltd., 50, Grosvenor Gardens, S.W.1. 
Accumulators. 
EQUILUXO _ me .. | The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
A special type of glaseware. 
ERICSSON .. | Ericsson Telephones, Ltd., 71, Kingsway, London, W.C.2. 
Telephones, totalisators, wireless, etc. 
EVER READY .. Ever Ready Co. (Great Britain), Ltd., Hercules Place, N.7. 
Dry cells, batteries, ‘eal ‘electric lamps 
(portable). 
The General Accessories Co., Ltd., 18-22, Euston Buildings, London, N.\W.1. 
Stone link switches, switchplugs. 
EXIDE-IRONCLAD__.. .. | The Chloride Elecl. Storage Co., Ltd., Exide Works, Clifton Junction, nea‘ 
Batteries for electric vehicles, ‘electric trucks Manchester. 
and electric locomotives. 
EXPRESO . | The General Accessories Co., Ltd., 18-22, Euston Buildings, London, N.\V.1. 
Q.m.b. positive ‘switches, switchplugs, etc. 
E-Z .. .. | J. B. Hyde & Co., Ltd., Broadheath, nr. Manchester. 
Wire stripper. 
FABROIL .. .. | The British Thomson-Houston Co., Ltd., Rugby. 
Non-metallic gears. 
FAIRYLAND .. Imperial Lighting Co. (Implitico), Ltd., 2-6, Pocock St., S.E.1. 
Lighting strip. 
F.A.P. .. Fitter & Poulton, Ltd., Vincent Parade, Balsall Heath, Birmingham, 12. 
Conduit fittings. 
Pz. CO... ad .. | Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.19. 


“As under FOSTER.” 
Ferranti, Ltd., Hollinwood, Lancs. 


Bell-ringing transformers. 


. | Ferranti, Ltd., Hollinwood, Lancs. 
Clocks. 


| Ferranti, Ltd., Hollinwood, Lancs. 


Domestic appliances, fires and water heaters. | 


FERRANTI .. | Ferranti, Ltd., Hollinwood, Lancs. 


Meters, measuring instruments and relays. 


Ferranti, Ltd., Hollinwood, Lancs. 


Powcr transformers. 
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Name AND DEscriPTION. 


MANUFACTURED BY OR OBTAINABLE FROM 


FERRANTI 


Radio equipment, receivers end components. 
Surge absorbers. 
Voltage regulating transformers. 


Insulating sheets, rods and tubes, and 
machined shapes. 


Lighting fittings. 


SPINE 
Admiralty- -pattern insulating beads. 


FLOORCRETE 


Conduit fittings for solid or concrete floors. 


Distribution fuse gear. 


FOOCHOW 
Synthetic industrial finishes, ‘oil and heat- 
resisting compounds, low stoving 
enamels, 


FORMAPEX 
Insulating varnish, miocarta sheet and tubes 


(bakelite type). 


Bakelite insulating varnishes. 


Power transformers up to 2,000 kVA. 


Screened type air break switchgear for pole 
mounting. 


Sheet steel weather-proof transformer 


kiosks. 
FOSTER 


Neon translormers, bell transbormers and | 
auto transformers. 


FOSTER .. 
Current transformers onl potential trans- | 
formers. 


FOSTER .. 
Welding and furnace transformers. 


FOSTER 


Mercury arc rectifier transformers. 


FOSTER 


voltage a.c. and d.c. testing equipment. 


bia 
Switchgear. 


FRANCIS . 
Lamplocks for b.c. in_ brass and | 
bakelite. Edison screw locking lampholder, 
all bakelite. 


FREQUENTITE . 
Low-loss ceramic insulation material for 
high frequency radio apparatus including 
pressed pieces for all radio uses. 


FROUDE .. 


| 

| 

| 

Voltage regulating ‘transformers, high | 
| 


Dynamometers and wind tunnel testing plants. 


FULLER .. 
Transformers, single-, two- and three-phase 
induction motors, motor starters. 


| 
| 


FULL O’ POWER 
Dry batteries for wireless ond general pur- | 


poses, 


Ferranti, Ltd., Radio Works, Moston, Manchester, 10. 
Ferranti, Ltd., Hollinwood, Lancs. 
Ferranti, Ltd., Hollinwood, Lancs. 


Mosses & Mitchell, Ltd., Chiswell Works, 60-68, Ironmonger Row, E.C.1. 


L. G. Hawkins & Co., Ltd., 30-35, Drury Lane, W.C.2. 

Taylor, Tunnicliff (Refractories), Ltd., 110, Cannon St., E.C.4. 

Floorcrete Conduit Fittings Mnfg. Co., Ltd., 85a, Western Rd., W.5. 

Parmiter, Hope & Sugden, Ltd., Newton Avenue, Longsight, Manchester, 12. 

Donald Macpherson & Co., Ltd., 21, Albion St., Manchester, 1. 

The loco Rubber & Waterproofing Co., Ltd., Netherton Works, Anniesland, 
lasgow, W.3 

Bakelite, Ltd., 68, Victoria St., S.W.1. 

Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.19. 


Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.19. 
Foster Engineering{Co., Ltd., Apex Works, South Wimbledon, S.W.19. 


Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.19. 


_ Foster Engineering Co.,!Ltd., Apex Works, South Wimbledon, S.W.19. 


| Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.19. 


. | Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.19. 


Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.19. 


Ferguson Pailin, Ltd., Higher Openshaw, Manchester, 11. 


Francis Lamp Locks, Ltd., 2-4, Cockspur St., S.W.1. 


Steatite & Porcelain Products, Ltd., Stourport, Worcestershire. 


Heenan & Froude, Ltd., Worcester, England. 


| Fuller Elecl. & Mnfg. Co., Ltd., 5, Chancery Lane, W.C.2. 


| Siemens Electric Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C.4. 
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FURSE 
Cinema electrical equipment, curtain ‘controls, | 
organ and orchestra lifts. 


FUSETTE . 
Distribution boards, chine fuses, etc. 


GAMEWELL 


Fire alarm systems. 


GE.C. 
Electrical goods ‘and apparatus of all kinds, | 
radio receiving sets, components and acces- 
sories, dry batteries. 


GECOFIX . 
Electric light fittings of every description. 


GECORAY 
Reflectors for shop-window lighting. 


Electrical goods of various kinds. 


Thermostats, stills, radiators, water heaters, 
towel rails, etc. 


GILBERT . 


Electric fans and drills, electric. kitchen 


motors, electric vacuum cleaners. 


GILSONITE 
Asphaltum, bitumen. 


GLASGOW-REX 


Ironclad switches. 


GLIMALAC 


For making up mica a plates or materials 
commonly called micanite. 


Insulated wires ead cables for signalling and 
special situations. 


GLOVERS . 


Ww. J. Furse & Co., Ltd., Traffic St., Nottingham. 
| 


. | The General Accessories Co., Ltd., 18-22, Euston Buildings, London, N.W,. 
| 


; | Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2, 


| The General Electric Co., Ltd., Magnet House, saeatiions London, W.C.2, 


| 
| 
| 


: aa The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2, 


- | The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


: | The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2, 


_ Geo. Nobbs (1935) Ltd., 87-89, Cleveland St., Euston Rd., W.1. 
The A.C. Gilbert Co., 109, Kingsway, W.C.2. 


Morris Ashby, Ltd., 17, Laurence Pountney Lane, E.C.4. 
Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 3 


Pinchin, Johnson & Co., Ltd., 4, Carlton Gardens, S.W.1. 
| W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


| W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Electric wires, cables and rubber lead-covered 


house-wiring systems. 


GLYPTANITE 


Super micanite sheet. 


Multi-plug adaptors and electrical accessories. 


GRIPPER 


Patent electric hand lamp. 


GRIP TYPE 


Jointing sleeves for electric cable conductors. 
Adhesive tape. 

-V.D. 
Controlled diffusion and distribution of light, | 


industrial and architectural lighting. 


G.W.B. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Walthamstow, E.17. 


| Grafton Electric Co., 54, Grafton St., W.1. 


- | British Central Electrical Co., Ltd., 6-8, Rosebery Avenue, E.C.1. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
| Spicers, Ltd., 19, New Bridge St., E.C.4. 


| GVD. Illuminators, Ltd., Aldwych House, Aldwych, W.C.2. 


| G.W.B. Electric Furnaces, Ltd., Elecfurn Works, North Rd., N.7. 


Large mechanically-operated electric | 


tunnel kilns, case hardening compounds, etc. 


HAILWARE 
Glassware and lighting fittings. 


HARLANDIC-SYNCLOCK 
Electric clock system for ships. 


Infra red apparatus. 


HEATHMAN 
Motor towers, 


plain and telescopic ladders 
and towers. 


HEATRAE 


Electric fires, tubular heaters and air warmers. 


| Hailwood & Ackroyd, Ltd., Beacon Works, Morley, nr. Leeds. 
| 


| Everett Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 
| 

| Heala, Ltd., Rayspa House, 26, Southend Rd., Beckenham, Kent. 


a J. H. Heathman, Ltd., Parsons Green, London, S.W.6. 


Heatrae, Ltd., Heatrae Works, Norwich. 
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— HEATRAE Heatrae, Ltd., Heatrae Works, Norwich. 
Electric water ‘heaters, immersion heaters, 
and oil heaters. 

HEAYBERD a .. | F.C. Heayberd & Co., 10, Finsbury St., E.C.2. 

NWI. Transformers, rectiher unite, ete. 

HEENAN . Heenan & Froude, Ltd., Worcester, England. 

V.C.2, Air, oil and water coolers, electric dynamo- 

meters. 


HENLEF LEX W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
W.C.2, Non-kinkable flexible cord. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Railway signal cable. 


V.C.2 Y W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
: Cables ‘of all” types, tape, Lt. electrical | 
distribution equipment. | 
ueNLEY WIRING SYSTEM | W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Metal sheathed wiring system and fittings. 
V.C.2, .. ..  W.T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Vinazo cables. 
HERCULENE... oe na mn .. | W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Electric cables. 
HEROULT | Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 
Electric furnace, arc type for steel, cast-iron | 
and nickel alloy melting. 4 
HICYCLE (Regd.) ar oe af ras The Consolidated Pneumatic Tool Co., Ltd., Egyptian House, 170, Piccadilly, 
Electric tools. W.l. 
HIGHLOW | Archibald Low Electrics, Ltd., Newarthill, Lanarkshire. 
Electric cooking and heating apparatus, 
ram, 5. electric water heaters, electric oil heaters. 
HINGELESS ra - ae = .. | 5. Bill & Co., Ltd., Queens Rd., Aston, Birmingham. 
Teak fuseboards (non-corrodible, detachable). 
HITEST .. os a - a .. | Falk, Stadelmann & Co., Ltd., Efesca Electrical Works, 83-93, Farringdon 
Cables. Rd., E.C.1. 
HOBART . | Gordon Equipments, Ltd., 25, Milton St., Fore St., E.C.2. 
Electric welders, low voltage constant-arc with 
remote control, air compressors and constant 
potential battery chargers. 
.. | Hoffmann Mfg. Co., Ltd., Chelmsford, Essex. 
Ball and roller bearings, steel balls and rollers. 
HOLBORN... .. T. Henley's Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Moisture- proof ready-to-use Lt. jointing 
Lane, tape, pavement frames and covers. 
HOMESTEAD Re a _. | Baxendale & Co., Ltd., Miller St., Manchester, 4. 
Electric irons and fires. 
HOT-POINT . _ Dowsing Company (Electrical Manufacturers), Ltd., Kangley Bridge Rd... 
Cordless and flex electric i irons 8 for leundries, Lower Sydenham, S.E.26. 
tailors, dressmakers, milliners, etc. , 
HOTPOINT : . | The Hotpoint Electric Appliance Co., Ltd., 24, Newman St., W.1. 
Domestic electric appliances ‘including cook- | 
ing and heating equipment, washing machines, 
irons with flex support, etc. 
HOUNSLOW REGAL . a .. _C. Hounslow & Co., Ltd., 96a, Coleridge St., Hove, 3. 
Cooking and heating appliances. 
.W.S. | W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Metal sheathed wiring system and fittings. 
HYPER-SCALE . : : ne .. | Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 
Electrical measuring instruments. } 
IDEAL Bs : | Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 
Electrical measuring netruments ond relays 
of all types. 
L & F, . | Imeson & Finch, Ltd., “* Empress Works, Stockton-on-Tees. 


Controller fingers, contacts and colliery coal. | 
cutter spares and renewals. 
IGRANIC .. . | Igranic Electric Co., Ltd., 149, Queen Victoria St., E.C.4. 
All types of electric motor starting and motor 
controlling apparatus. 


IMPERIAL a .. | Isaac Griffiths & Sons (Proprietors: James McDougall, Ltd.), Imperial 
Conduit tubes and accessories. ‘ Works, Wednesbury, Staffs. 

IMPERIAL _.. re ee ‘i .. | Imperial Lighting Co. (Implitico), Ltd., 2-6, Pocock St., S.E.1. 
Electric stage equipment. 

IMPREGNITE.. .. Pinchin, Johnson & Co., Ltd., 4, Carlton Gardens, S.W.1. 


Black, solid, impregnating “compound for | 
treating all types of coils having a great depth 
of wire. 
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Reflectors for gaseous discharge lamps. 


INKWELL .. 


Recording instruments. 


Plate glass illuminated signs. 


IONWELL .. 


Electric iron. 


Ironclad and insulated service cut-outs. 

An acid and waterproof, air drying and baking 
insulating varnish of dielectric properties, 
and permanent plasticity. 


JACELITE (Regd.) 


Moulded accessories. 


JACKSON .. 


Electric cookers, fires, breakfast cookers, ete, 
Wiring system. 


Floodlight projector. 


Insulating material. 


KALANOID 
Plastic waterproof compound. 


KALBITUM 


Anti-corrosive paint. 


KANTARK 


Fuses, cut-outs and distribution boards. 
Emergency lighting equipment. 
Lampholders, tumbler switches and switch 
plugs. 
Fibre conduit for underground cables. 

KEY .. 
Bird guards. 
Underfloor duct Wiring system. 


KINARKO .. 


Carbons for cinematograph work, etc. 
KINGSNORTH 


Joint box compounds, electrical filling and 
sealing compounds. 


Coil formers for adie. 


LANGDON-DAVIES 
Motors. 


LATASCALE_... 
« Indicating instruments. 


LAURIE & INGLEFIELD .. 
Travelling lights and stretching pendants. 


Insulating materials, sheets, rolls, and 
machined shapes. 


LEATHEROID 


Insulating materials, 


LEATHEROID 


and sheets. 


The Wardle Engineering Co., Ltd., Old Trafford, Manchester, 16. 
Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9, 
K.F.M. Signs (K.F.M. Engineering Co., Ltd.), 186-188, Shaftesbury 
Avenue, W.C.2. 
Sloan Electrical Co., Ltd., Slonetric House, 54-5, Fetter Lane, E.C.4. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.|. 


Pinchin, Johnson & Co., Ltd., 4, Carlton Gardens, S.W.1. 


J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. 

The Jackson Electric Stove Co., Ltd., 143, Sloane St., S.W.1. 

Johnson & Phillips, Ltd., Charlton, S.E.7. 

The Edison Swan Electric Co., Ltd., Ponders End, Middlesex. 

Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoris 


Embankment, E.C.4. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoris 
Embankment, E.C.4. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4. 

Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 5. 

The Chloride Electrical Storage Co., Ltd., Exide Works, Clifton Junction, 
nr. Manchester. 

The Kersons Mnfg. Co., Ltd., Kingsbury Rd., Minworth, Birmingham. 

Key Engineering Co., Ltd., 4, Queen Victoria St., E.C.4. 

Key Engineering Co., Ltd., 4, Queen Victoria St., E.C.4. 

Key Engineering Co., Ltd., 4, Queen Victoria St., E.C.4. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


Berry, Wiggins & Co., Ltd., Tensulam House, Water Lane, Stratford, E.15. 


Mica & Micanite Supplies, Ltd., Mica House, Barnsbury Square, N.1. 


Motor Co., Eastdown Works, Dermody Rd., Lewisham, 


_ | Elliott Brothers (London), Ltd., Century Works, Lewisham, S.E.13. 


| Thos. Laurie & Co., Ltd., West End, Falkirk. 


Mosses & Mitchell, Ltd., Chiswell Works, 60-68, [ronmonger Row, E.C.'. 


_ | Atwater & Sons, Hopwood St. Mills, Preston. 


Walthamstow, E.17. 


34 Se ae Be .. | The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane. 
Super quality peerless insulating in rolls | 
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NAME AND DESCRIPTION. MANUFACTURED BY OR OBTAINABLE FROM 
LEKTRIK (Regd.) A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Tumbler switches, switchplugs, plug con- Sheringham Rd., N.7. 


nectors, etc., available in various capacities 
for use in lighting, heating, power and 
radio circuits. 


LEWCOS (Regd.) is iy ws .. | The London Electric Wire Co. & Smiths, Ltd., Church Rd., Leyton, E.10. 
tesbury Insulated wires and strips. 
LIGHT OMETER . .. | Weston Electrical Instrument Co., Ltd., Kingston By-Pass, Surbiton, Surrey. 
Portable illumination meter. 
LIMPET TAP .. -.  Connollys (Blackley), Ltd.. Blackley, Manchester, 
Adhesive tape. 
APEX... .. Toco Rubber & Waterproofing Co., Ltd., Netherton Works, Anniesland, 
Varnished cloths, silks, and tapes. Glasgow, W.3. 
LINCOLN . .. J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. 
Sw itches, accessories and switchgear. | 
LINOLITE ..  Linolite, Ltd., 96, Victoria St., S.W.1. 


Strip reflector “fittings ‘for showcase, shop- 
window, cornice, picture lighting, etc. 


Litholite Insulators and St. Albans Mouldings, Ltd., Sandown Rd., Watford, 
Moulders in litholite thermo-plastic com- Herts. 
pound, bakelite and other synthetics. 


GIANT .. ee hes we .. | The Consolidated Pneumatic Tool Co., Ltd., Egyptian House, 170, Piccadilly, 
Electric and pneumatic portable hand drills. W.1. 
LIVERPOOL CABLES . | The Liverpool Electric Cable Co., Ltd., Linacre Lane, Bootle, Liverpool. 


Electric cables, wiring systems, flexible cords. 


P iz. . Elkay Electrical Mfg. Co., Ltd., 4, Southampton Row, W.C.1. 
/ictoris Overhead line fuses for h.t. and lt. House 
service meters, window display turntables. 


Elkay Electrical Mfg. Co., Ltd., 4, Southampton Row, W.C.1. 


Patent ‘shop-window lighting reflectors, 
patent interior shop-lighting reflectors. 
/ictoria LOHYS.... .. Joseph Sankey & Sons, Ltd., Bilston, Staffs. 
Electrical sheets and stampings. 
ham, 5, LONDON JUNIOR .. A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
All-insulated single and two-way "Samp. Sheringham Rd., N.7. 
underslung switches, available in surface, 
nction semi-recessed and flush patterns. 
LONDON . A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Polished brass and all-insulated single and | Sheringham Rd., N.7 
two-way 5-amp. underslung switches, 
available in surface, semi-recessed and flush 
patterns. 
LORIVAL . ..  Lorival Mfg. Co. (1921), Ltd., Norwood Works, Southall, Middlesex. 
Mouldings i in synthetic resins and all plastic 
materials, rod and sheet. 
LOTUS ; me = na .. | Electric Lamp Service Co., Ltd., 105-109, Judd St., King’s Cross, W.C.1. 
Electric lamps. 
LUNDBERG .. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage. 
Tumbler switches, switchplugs, plug- Sheringham Rd., N.7. 
connectors, etc., available in various 
C2. capacities for use in lighting, heating, power 
and radio circuits. 
E.15, LUX ae .. | The Walter Kidde Co., Ltd., Cambridge Works, Hanwell, London, W.7. 
Carbon dioxide fire extinguishing apparatus. 
LUXRAY .. a3 ne ‘a i .. Downes & Davies, | & 9, Stanley St., Liverpool. 
Glassware lighting units. 
LYRIC .. W.T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Fittings wire. 
M. & C. S. .. | M. &C. Switchgear, Ltd., Kelvinside Works, Kirkintilloch, Glasgow. 
Switchgear and control gear, open, ‘enclosed . 
and flame-proof types. 
MACINTOSH .. «| The Macintosh Cable Co., Ltd., Derby. 
Paper and rubber insulated cables. 
MACINTOSH _.. A | The Macintosh Cable Co., Ltd., Derby. 
Wiring systems. 
MAGNALL-IRVING _.. | The Hydraulic Engg. Co., Ltd., Chester. 
Thrust-borer for laying underground cables, 
pipes, etc. 
MAGNET . "s .. | The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
Electric fans of. every description. 
Lane. MAGNET . | The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


Household electric appliances for heating, 
cooking, washing, cleaning, ironing, etc. 
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MAGNET . 


purposes, 
MAGNET . 


MAGNET . 


poses. 
MANOR 


MARCONI 


Wireless valves. 


pump sets. 


MARTINDALE 


undercutters. 


MAXIGRAPH 


ments. 


Electric lamps. 


heating apparatus. 


Electric lamps. 
MAZDA MERCRA 


M.C.L. 


MECO 


MECVENT 


industrial fans, etc. 


stampings. 


MEGOHMOID .. 
Cable materials. 


MEMETTE 


Ironclad switches. 


MEMKUKA 
Cooker control unit. 


MEMOTA . 
Ironclad owitches. 


Floodlight projector. 


Electric discharge lamps. 


MEDIUM RESISTANCE 
Special high-quality dynamo sheets and 


Electrical instruments. 


All-insulated splitter. 


Motor starting switches. 


.. 
All-insulated switch fuses. 


Wiring ‘for general and industrial | 


Conduits, fittings and accessories. 


Furnaces and ovens for all industrial pur- 


Cookers, fires, special apparatus. 


Electric motors, electric fans, centrifugal 


Commstones, portable electric blowers, mica 


Oval tubular electric heaters. iz 


Chart recording maximum demand instru- 


Industrial and domestic range . of lighting and 


Automatic screw machine products, | 
Small electric motors and blowers. 


Q.m.b. ‘and _ stone link switchplugs, and 
switches, wall sockets, etc. 


Organ-blowing equipments, “forge ‘blowers, 


Illuminated bookholders, rotary neon signs. 


Adjustable lighting fittings for industrial and 
domestic use, sewing machine lights. 


Insulated switches and fuses, 


| The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


_ The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C,2. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2, 


The a Electric Oven & Fire Co., 175, Windsor House, Victoria St,, 


M.O. Valve Co., Ltd., Osram Works, Brook Green, Hammersmith. 


Marelli & Co., Ltd., Artillery House, Artillery Row, Victoria St., S.W.i. 


The Edison Swan Electric Co., Ltd., Ponders End, Middlesex. 


Martindale Electric Co., Ltd., The Hyde, Hendon, N.W.9. 


The Wardle Engg. Co., Ltd., Old Teafherd: Manchester. 


Landis & Gyr, Ltd., Elgee Works, Victoria Rd., North Acton, W.3. 


Maxim Lamps, Ltd., Maxim Works, 75-85, Canonbury Rd., N.1. 


Veritys, Ltd., Plume Works, Aston, Birmingham. 


The British Thomson-Houston Co., Ltd., Crown House, Aldwych, W.C.2. 
The British Thomson-Houston Co., Ltd., Crown House, Aldwych, W.C.2. 
M.C.L. & Repetition, Ltd., Pool Lane, Langley, Birmingham. 

The Medical Engineering Co., Ltd., Fountayne Rd., London, N.15. 


Marshall Electrical Co., Ltd., Tottenham Mews, Tottenham St., W.1. 
Millns Electrical Co., 17, Whitefriars St., E.C.4. 
Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


Evershed & Vignoles, Ltd., Acton Lane Works, London, W.4. 

Lindsay & Williams, Ltd., Openshaw Bridge Works, Ashton Old Rd., 
Openshaw, Manchester, 11. 

Mek-Elek Engineering, Ltd., 16, Douglas St., S.W.1. 


Mek-Elek Engineering, Ltd., 16, Douglas St., S.W.1. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. 5. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 5. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 5. 
Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 5- 
. Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 5. 
Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 5. 


- Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 5. 
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MANUFACTURED BY OR OBTAINABLE FROM 


Splitters (d.p. switch with 4 or 6 s.p. fuses). 
AY. 
Dist: bution boards. 

oe dynamos and motors and electric lighting 
plants 

MERSEY CABLES 


Rubi ver-insulated wires send cables. 


rubber and/or sheathed 
cable. 
METROVICK 


Electrical equipment. 


Flexible metallic armoured cables and 
cords. 


All qualities in all sizes, 

MICA 
Condenser plates Gente graded mil, 
to Admiralty, Air Force Specification. 


Electrical element covers and formers, also 
transformer and special plates. 


Splittings and block, cut mica for all purposes, 
washers, etc. 
MICA 

Stamped shapes « a speciality. 

MICA 
Washers, baked and bonded to all sizes and to 
natural thickness, also stampings to clients’ 
requirements. 

Commutator, moulding and flexible micanite, 
micafolium and heat-resisting micanite. 

MICANITE 

Commutator rings, tubes, troughs, ete. 

MICANITE 
Sheet and moulded. 

MINERVA . 

Varnishes and enamels for "gnsullating all 
classes of electrical windings. 

MK. (Regd.) 

Plugs and sockets, switches, switchplugs. 

MODINSTAL 
Flexless hot mass electric irons and automatic 
controls, all types of infra-red elements. 


MOFFAT .. 


Electric cookers and refrigerators. 


MOONSTONE 


Glassware. 


MORCO.. 
Illuminating glassware, electrical accessories, 
electric irons. 


MORCOLITE 
Special type units for hospitals, offices, banks, 
schools, etc. 
MORGANITE 
Brushes. 
MOULDENSITE .. 
Moulding materials, 
MOULDINGS OF MERIT 
Mouldings of insulating material, bakelite, etc. 
System of outdoor services and distribution. 
MYCALEX 
Insulating material for all high frequency 
purposes. 
NALDERS .. 
Electrical measuring instruments and relays 
of all types. 
NAVY 
H.0. type handlamp fitted with strap handle. 


Electrical measuring instruments and relays 
of all types. 
NEATLITE. . 
Lighting fittings and lampshades of every 
description. Domestic appliances. 
NECO 
Electric motors to Ih. p. a.c. ond d. ond 
veared motors. 
NEONIC 
Sign lamps. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 5. 
Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham, 5. 


McClure & Whitfield, Mersey Dynamo Works, Range Rd., Adswood, 
tockport. 


Mersey Cable Works, Ltd., Linacre Lane, Bootle, Liverpool, 20. 


Mersey Cable Works, Ltd., Linacre Lane, Bootle, Liverpool, 20. 


Metropolitan-Vickers Electrical Co., Ltd., Trafford Park, Manchester, 17. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


Mica & Micanite Supplies, Ltd., Mica House, Barnsbury Square, N.1. 


East London Mica Works, Ringwood Rd., Walthamstow, London, E.17. 


East London Mica Works, Ringwood Rd., Walthamstow, London, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


British Mica Co., Ltd., 15, Cardington Rd., Bedford. 


East London Mica Works, Ringwood Rd., Walthamstow, London, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 
Mica & Micanite Supplies, Ltd., Mica House, Barnsbury Square, N.1. 


Pinchin, Johnson & Co., Ltd., 4, Carlton Gardens, S.W.1. 


M.K. Electric, Ltd., Wakefield St., Edmonton, N.18. 


The Modinstal Electrical Company, 2/3, Oldham Terrace, Acton, W.3. 


Moffats, Ltd., Skew Bridge, Blackburn. 


Underwood (Manchester), Ltd., 1, Dickinson St., West Manchester, 2. 


T. B. Morley & Co., Ltd., Jameson St., Hull. 


T. B. Morley & Co., Ltd., Jameson St., Hull. 


The Morgan Crucible Co., Ltd., Battersea Works, Church Rd., S.W.11. 


Bakelite, Ltd., 68, Victoria St., S.W.1. 


Insulators, Ltd., Leopold Rd., Angel Rd., Edmonton, N.18. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


Mycalex (Parent) Co., Ltd., 100, Victoria St., S.W.1. 


Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


British Central Electrical Co., Ltd., 6-8, Rosebery Avenue, E.C.1. 


Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


The National Lighting Co., Ltd., 19, St. Bride St., E.C.4. 


Normand Electrical Co., Ltd., 3, North Side, Clapham Common, S.W.4. 


Siemens Electric Lamps & Supplies, Ltd., 38-39, Upper Thames St., E.C.4, 


1936 
— 
| 
C2 
C2 
"he 
¥ 
j 
m, 5. 
m, 5. i 
= 
4 
i 


Tue EvecrricaL Review Trape Names SuppLeMeENT. 


September 25th, 19% 


NAME AND DESCRIPTION. 
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The new high-efficiency telephone of the 
micro-telephone pattern, standardised by 
the British P.O. 


Lampholders, ceiling roses (bakelite with 
porcelain interior). Home Office inspection 
handlamps. 


-MILLIKEN .. 
Glandless, lubricated plug valve. 


Electric fires, reflector and direct heat types. 


NICO 


Fittings, glassware and accessories. 
“ 1900 ” 
Electric washing machines and ironers. 


Couplings and plugs for cables. 


Artificial daylight units (World patent). 
NO-LAG 


Power factor correction motors. 


NOMAG 


Non-magnetic cast iron. 

Non-metal sheathed (c.t.s. and Henlite) 
wiring system and fittings. 


N.P.U. 


Circuit breakers and switchgear. 
Street lighting lantern (for “* Escura” lamps). 
OMEGA 


Tungsten Glament, gasfilled and vacuum 
electric lamps of all kinds. 


Tungsten vacuum lamps with special patented 
“Helical” mounted filament designed for 
positions where there is extreme vibration. 


Traversing desk, bracket, or cabin fans for 
commercial, domestic, or marine use. 


Lighting fittings, hand lamps, fuse-boards, etc. 


Electric discharge lamps for street and indus- 
trial lighting, and floodlighting. 


Wireless valves, 

Electric lamps for all conditions of lighting. 

Wireless valves and photo cells. 

OWL.. 

Electrical porcelain. 

Super quality insulating board with excep- 
tional mechanical and electrical strength. 
Super quality bonded asbestos insulating 
board—grey and black. 

Bakelite varnish-paper boards for all purposes, 
tubes, cylinders, discs, washers, etc. 
High voltage indoor and outdoor condenser 


bushings for transformers and oil circuit 
breakers. 


PEDIGREE (Regd.)_ ... 
Switch and fusegear. 


Insulation and vulcanised fibre. 


PERCO-WASH .. 
ag clothes-washing device and wash- 
iler. 


CTO 
Turbine lubricating oils. 


Siemens Brothers & Co., Ltd., Woolwich, S.E.18. 


Victor H. Iddon, Ltd., Harper Rd., Northenden, Manchester. 


Newman, Hender & Co., Ltd., Woodchester, Glos. 

Cranmer & Cheshire, Ltd., 7-9, Steward St., Spring Hill, Birmingham, 18, 
Nico Light Co., Ltd., 19, Farringdon Avenue, E.C.4. 

Utilities (London), Ltd., Walton House, 1, Newman St., London, W.1. 
Simmonds & Stokes, Ltd., 4, Vernon Place, Southampton Row, W.C.I. 
Elkay Electrical Manufacturing Co., Ltd., 4, Southampton Row, W.C.I. 
The British Thomson-Houston Co., Ltd., Rugby. 

Ferranti, Ltd., Hollinwood, Lancashire, and Bush House, W.C.2. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 
The Edison Swan Electric Co., Ltd., Ponders End, Middlesex. 


Omega Lampworks, Ltd., Rodney Place, Merton Abbey, S.W.19. 


Omega Lampworks, Ltd., Rodney Place, Merton Abbey, S.W.19. 


Veritys, Ltd., Plume Works, Aston, Birmingham. 


Dorman & Smith, Ltd., Ordsal Electrical Works, Salford, Manchester. 


General Electric Co., Ltd., Magnet House, Kingsway, W.C.2. 


M.O. Valve Co., Ltd., Osram Works, Brook Green, Hammersmith. 
The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


Geo. Wade & Son, Ltd., Manchester Pottery, High St., Burslem, Staffs. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Walthamstow, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Walthamstow, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Walthamstow, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Walthamstow, E.17. 


J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall 
Attwater & Sons, Hopwood Street Mills, Preston. 


The Jackson Electric Stove Co., Ltd., 143, Sloane St., S.W.1. 


C. C, Wakefield & Co., Ltd., 30-32, Cheapside, E.C.2. 
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PERFMETALS . Constructors, Ltd., Nickel Works, Tyburn Rd., Erdington, Birmingham. 
Perforated 
PERMALLOY.... Standard Telephones & Cables, Ltd., North Woolwich, E.16. 
Magnetic alloy. 
PERMUNDUM .. The Enfield Cable Works, Ltd., Lincoln House, 295-392, High Holborz 
Insulating varnishes. W.C.1. 
The Croydon Cable Works, Ltd., Mitcham Rd., Croydon. 
Insulation, bird guards and hoods for 
protecting surface of porcelain insulators 
from conductive deposits. 
= | The Croydon Cable Works, Ltd., Mitcham Rd., Croydon. 
Sheathing cables to protect from corrosion. 
PERTINAX Geo. L. Scott & Co., Ltd., Kings Way, Croydon. 
Special bakelite board, tubes and rods. 
.. | The General Accessories Co., Ltd., 18-22, Euston Buildings, London, N.W.1. 
Q.M.B. _ positive switches, switchplugs, | 
switchplates. 
PETROLEX - | Read & Campbell, Ltd., 75, Victoria St., Westminster, S.W.1. 
Fire extinguishers for electrical equipment. | 
P&G. - - | Pritchett & Gold and E.P.S. Co., Ltd., 50, Grosvenor Gardens, S.W.1. 
Accumulators. 
PHOTRONIC - _ Weston Electrical Instrument Co., Ltd., Kingston By-Pass, Surbiton, Surrey. 
Photo-electric cells. 
PIRELLI The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
Wires, cables and flexibles. 
— | The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 
mps. 
POLY .. | Dulcetto-Polyphon, Litd., 2 and 3, Newman St., London, W.!. 
Domestic electrical appliances and fittings. 
POLYGON = - |\Wardle Engineering Co., Ltd., Elsinore Rd., Old Trafford, Manchester. 
Street lighting lantern. 
PREMIER . | Premier Electric Control Co., 849, Harrow Rd., Willesden, N.W.10. 
Motor control gear. 
| Premier Electric Heaters, Ltd., Keeley St., Birmingham. 
Electric kettles, sterilizers, hot plates. 
PREMIER . Premier Electric Heaters, Ltd., Keeley St., Birmingham. 
Electric hooting appliances, foes, wens, oe. 
PREMIER .. Premier Accumulator Co. (Proprietors: Pritchett & Gold and E.P.S. Co. 
Accumulators. Ltd.), 50, Grosvenor Gardens, S.W.1. 
PRESSPAHN .. The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Insulating board i in all ‘thicknesees, j in sheets Walthamstow, E.17. 
and rolls. 
PRISMALUX The Wardle Engineering Co., Ltd., Elsinore Rd., Old Trafford, Manchester, 16. 
Prismatic bulkhead fitting. 
PRISMAT .. es a me The Wardle Engineering Co., Ltd., Elsinore Rd., Old Trafford, Manchester. 
Directional bulkhead fitting. 
PROCELL (Reed.) Mersey Cable Works, Ltd., Linacre Lane, Bootle, Liverpool. 
Corrosion-proof rubber insulated cable. 
PUL-SYN-ETIC . | Gent & Co., Ltd., Faraday Works, Leicester. 
Electric impulse clocks and time discipline 
apparatus, 


PYROBEL . 
Heat resisting finishes for gas and electric 
fires, gas cookers, etc. 


PYROBEST 


Fireproof cables and wires. 


QUASI-ARC 
Electrodes and welding equipment. 


QUICKWAY 
Armature and stator coil-winding and forming 
machinery. 


ADICON . 
Worm reducing geers, bevel reducing and 
increasing gears. 


RADIOLAB 


Wireless testing instrument. 


Nobel Chemical Finishes, Ltd., Nobel House, Buckingham Gate, S.W.1. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Quasi-Are Co., Ltd., 15, Grosvenor Gardens, S.W.1. 


Midland Dynamo Co., Ltd., 64, Belgrave Gate, Leicester. 
David Brown & Sons (Hudd.), Ltd., Huddersfield. 


Everett Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 
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RAPLITE .. 


gear, wiring accessories. 


RCA OSCILLOSCOPE 
Cathode-ray oscilloscope. 


RECORD .. 


portable use. 
RECORD .. 
Minor” 
meters and work-bench ohmmeters. 


Oils, insulating and lubricating. 
REGAL. 
Commutator re-surfacers. 


REGAL _.. 
Ebonite. 


Air break circuit breakers. 

REVO 
Street lighting ‘standards and brackets, and 
road signs. 

REVO 
Cookers, fires and domestic appliances, street- 
lighting and industrial fittings. 

REVO 
Irons, switchgear and fans. 

REX .. 


A.c. meters. 


Switchboards, industrial fatings and domestic 
appliances. 

RISERROD 
System of electric mains distribution in 
buildings. 

R. & M. 
Ball and roller ne 

ROCK 


Electrical accessories. 


Synthetic enamels, heat resisting, low bake, 
short stoving times. 
ROYAL EDISWAN 
Architectural tube lamps. 
ROYAL “EDISWAN ”.. 
Coiled coil lamps, pearl. 
ROYAL “EDISWAN ” ESCURA 


Electric discharge lamps. 


Wood poles for overhead transmission. 
SADIA 

Thermal storage electric water heaters .and 

thermostats. 

Ironclad switchgear and switchboards, cart- 

ridge fuses. 
SAFETYLYTE .. 

Emergency lighting equipment. 
SALFORD 


Circuit breskers. 


SANTON 


circulator water heaters, rotary switches. 
SATCHWELL 

Thermostats 

apparatus. 


and temperature control 


Floodlight projector. 
SAUTER .. 
Time switches and remote control switches. 
$aco.. 
Auto. and capstan productions, repetition 
small parts in brass and steel, screws, nuts, 
terminals, etc. 


SCRUIT . 
Wiring connectors for surface wiring ‘systems, 
and general electric lighting purposes. 
SEELCO & SEELCO/BOND 
Wiring systems V.I.R. insulated, lead alloy 
(sheathed with and without bonding 
conductor). 
SELCO 


Syrens, motors, fans. 


insulation test set, bridge ohm- | 


. | Tudor Accumulator Co., Ltd., 50, Grosvenor Gardens, S.W.1. 
: | The General Electric Co., Ltd., Magnet House, Kingsway, London, wc] 


Electric thermal storage water ‘heaters, electric | 


| Baxter & Caunter, Ltd., “ Darnoc House,” Alfred Place, W.C.1. 


Domestic electric appliances, switch and fuse 


: | RCA Photophone, Ltd., Electra House, Victoria Embankment, W.C.2. 


The Record Electrical Co., Altrincham, Cheshire. 


Electric type industrial and 


The Record Electrical Co., Altrincham, Cheshire. 


| 


: Reesoils, Ltd., 1, Eldon Square, Newcastle-on-Tyne. 


| 
Regal Commutator Re-surfacer Co., 69, Dale St., Piccadilly, Manchester. 


_ | Spicers, Ltd., 19, New Bridge St., E.C.4. 


Whipps & Bourne, Ltd., Switchgear Works, Castleton, nr. Rochdale. 


_ | Revo Electric Co., Ltd., Britannia Works, Tividale, Tipton, Staffs. 


Revo Electric Co., Ltd., Britannia Works, Tividale, Tipton, Staffs. 


| 


Revo Electric Co., Ltd., Britannia Works, Tividale, Tipton, Staffs. 


Thompson & Co., Kingsbury Works, The Hyde, Hendon, N.W.9. 


. | Robinson & Hands Electric Co., Ltd., Barwick St., Birmingham. 


Grierson, Ltd., 4, Bloomsbury Place, W.C.1. 


Ransome & Marles Bearing Co., Ltd., Newark-on-Trent. 
Ranton & Co., Ltd., Rock Works, Claremont Rd., Cricklewood, N.W.2. 


| Gittings & Hills, Ltd., Tower Varnish Works, Nechells, Birmingham, 6. 


Edison Swan Electric Co., Ltd., Ponders End, Middlesex. 

The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 
Edison Swan Electric Co., Ltd., Ponders End, Middlesex. 

Gabriel Wade & English, Ltd., Jameson Chambers, Jameson St., Hull. 


Aidas Electric, Ltd., Sadia Works, Park Avenue, North Circular Ri, 
N.W.10. 


L. Weeks (Luton), Ltd., Luton, Beds. 


oo George H. Scholes & Co., Ltd., Wylex Wks., Wythenshawe, Manchester. 
| Santon, Ltd., Somerton Works, Newport, Mon. 


| | The Rheostatic Co., Ltd., Farnham Rd., Slough, Bucks. 


| 

| The Edison Swan Electric Co., Ltd., Ponders End, Middlesex. 
| Nathan & Allen, Ltd., 131, Victoria St., London, S.W.1. 
Spears & Co., Auto. Repetition Works, 68, Park Rd., Hockley, Birmingham 


V.G. Manufacturing Co., Ltd., Gorst Rd., North Acton, N.W.10. 


Siemens Electric Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C+ 


S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 
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AND DESCRIPTION. 


MANUFACTURED BY OR OBTAINABLE FROM 


SEMAPHITE 
Cables. 


SENSITROL 
Super-sensitive type contact making ‘tTelay. 


Electric refrigerators. 


Unbreakable grid resistances. 
SERVIS... 

Electric cookers. 
SHAKEPROOF 


Lock washers. 


SHUTTERLOCKED 
3-pin B.S.S. gauge safety ewitch sockets 5 and 
15 amp. surface and sunk, 


SIEMENS . 
Electric lamps, ‘all types, electric cables and 
wires, batteries (fluid and dry), electric 
appliances. 


SIEMENS . 
Electrical pyrometers ‘ead distance. thermo- 
meters. 


SIEMENS . 
Joint boxes, feeder pillars, house service fuse 
boxes, etc. 


SIERAY.. 
Electric discharge lamps. 


SIL’ 
Asbestos electrical ineullating ond arc-resisting 
mouldings. Asbestos paper products. 


SILVALUX.. 
Electric lamps (opal). 

SILVERLAC 
Conduit and conduit fittings. 


SIMPLEX . 


Conduits, conduit fittings, switchgear, etc. 
SIMPLICITY 


Steam traps. 


SINDANYO 
Asbestos electrical insulating boards, ebony 
grade. Asbestos electric arc and_heat- 
resisting boards, natural grade. 


SIRIUS 
Floodlight projector. 


SIROCCO . 
Centrifugal and propellor fans, and allied 
manufactures. 


KF 
Ball and roller bearings. 
SLONETRIC 


Wiring accessories, electrical supplies. 


SLOTTED STEEL 


For sign frames, switchboards, etc. 


Vibration- proof fuses, switchfuses, fuse- 
boards, etc. 

SLYP-ON . 

Teak fuseboards and fuse units. 

SOLON 
Electric soldering irons and resin-cored 
solder. 

SOLUX 
Lanterns and floodlight for sodium lamps. 

SP. 


Bushings and porcelain parts for every pur- 
pose and all voltages, pressed steatite pieces 


| Johnson & Phillips, Ltd., Charlton, S.E.7. 


| Weston Electrical Instrument Co., Ltd., Kingston By-Pass, Surbiton, Surrey. 


. | Utilities (London), Ltd., Walton House, 1, Newman St., London, W.1. 


The Rheostatic:Co., Ltd., Farnham Rd., Slough. 


Falk Stadelmann & Co., Ltd., 83-93, Farringdon Rd., E.C.1. 


. _ Barber & Colman, Ltd., Marsland Rd., Brooklands, near Manchester. 


| Wm. Sanders & Co, (Wednesbury), Ltd., Falcon Electrical Works, Wednes- 


bury. 


| Siemens Electric Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C.4. 


| Elliott Brothers (London), Ltd., Century Works, Lewisham, S.E.13. 


| Siemens Brothers & Co., Ltd., Woolwich, S.E.18, 


: as: Electric Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., 
CA. 


Turner's Asbestos Cement, Ltd., Branch of Turner & Newall, Ltd., 
Trafford Park, Manchester. 


Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C.4. 

The General Electric Co., Ltd., Magnet House, Kingsway, W.C.2. 

Simplex Electric Co., Ltd., Empire House, 159, Great Charles St., Birming- 
ham, 3. 


Key Engineering Co., Ltd., 4, Queen Victoria St., E.C.4. 


Turner's Asbestos Cement, Ltd., Branch of Turner & Newall, Ltd., 


Trafford Park, Manchester. 


The Edison Swan Electric Co., Ltd., 123-5, Queen Victoria St., E.C.4. 


Davidson & Co., Ltd., Sirocco Eng. Works, Belfast, Northern Ireland. 


The Skefko Ball Bearing Co., Ltd., Skefko Works, Luton, Beds. 

Sloan Electrical Co., Ltd., Slonetric House, 54-5, Fetter Lane, E.C.4. 
Constructors, Ltd., Nickel Works, Tyburn Rd., Erdington, Birmingham. 
Ltd., Cross St. Works, Lloyd St., 


Edward Wilcox & Co., Hulme, Man- 


chester, 15. 
J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham, !1. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


. . The Wardle Engineering Co., Ltd., Elsinore Rd., Old Trafford, Manchester, 16. 


. | Steatite & Porcelain Products, Ltd., Stourport, Worcs. 


for all low tension uses. Farmers in refrac- | 


tory material for electric and gas heating and | 
lighting purposes. 
SPECIAL LOHYS 
Electrical sheets and stampings. 
SPLENDOR 
Electric lamps. 
STALLOY . 
Transformer sheets and stampings, telephone 
diaphragms. 
STANDARD 
Cables of all types. 


: | Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


| The Splendor Lamp Co., Ltd., Morden Factory Estate, Morden Road, 
S.W.19. 


Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. 
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STANDARD wa 3a .. | Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2 SYNCH 
Public address systems, Fle 
STANDARD Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W’.C.2 
Telephones for all purposes, manual and SYNCL 
automatic. Fle 
STANDARD .. Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. SYNOE 
Traffic control system. | , Fle 
STANDARD RADIO .._.. .. | Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. ee 
Wireless transmitting and receiving apparatus sin 
including short wave, ultra short wave and TANGI 
micro-ray. Sou 
STANLOK . = te .. J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham, 11. oPP 
Interlocking switchplugs. TATE 
STATTER . .. J. G. Statter & Co., Ltd., 82, Victoria St., Westminster, S.W.1. - 
Switchgear—oil and air break—all types. -_ 
STEATAIN... . | Steatite & Porcelain Products, Ltd., Stourport, Worcs. = 
High and low tension insulators for all pur- . 
poses, refractory formers for electric and gas - 
heating and lighting purposes, and low loss TELAC 
ceramic insulating pieces for high frequency Tu 
radio apparatus. 
TTELLARAY a “ - .. | Central Electrical Engineers’ Accessories Supply, Ltd., 193, Bethnal Green TELAC 
Floodlights (indoor and outdoor). Rd., E.2. Ele 
STERDY .. .. .. W.C, Davey & Co., Ltd., 176, Tottenham Court Rd., W.1. TELAC 
Luminous signalling apparatus. Mc 
STERDY .. Davey & Co., Ltd., 176, Tottenham Court Rd., W.I. 
Telephones. 
TELEC 
STRAIGHT-LITE . Straight-Lite Reflectors, Ltd., 73, Canonbury Rd., N.1. Ek 
Reflector fittings for shop windows, cornice 
and picture lighting, Straight-Lite tubular TELE} 
signs also Maxtrip “ Ba 
system, and architectura 1g ting units for 
domestic use. = 
STRONKOR .........__... __.... Johnson & Phillips, Ltd., Charlton, S.E.7. als 
Cable. TENB 
STROWGER . Automatic Electric Co., Ltd.. Strowger Works, Liverpool, 7. W 
Public and private automatic dial telephones TENB 
and exchange equipment, equipment for the Sy 
centralised control of street lights. 
TEST 
SUMMIT . . Sloan Electrical Co., Ltd., Slonetric House, 54-5, Fetter Lane, E.C.4. Te 
Electric i irons, kettles and vacuum cleaners. cal 
SUN GLADE .. a 3. .. Artic Fuse & Elecl. Manufacturing Co., Ltd., Birtley, Co. Durham. 
Electric fires. El 
ge 
SUNRAY TRICITY : ‘ .. _L. G. Hawkins & Co., Ltd., 30-35, Drury Lane, W.C.2. THER 
Electric fires and heating apparatus, TI 
SUPASTONE_... 22 ea ae .. Wholesale Fittings Co., Ltd., 23-27 & 37, Commercial St., E.1. THIS” 
Lighting glassware. 
SUPERITE .. W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. THOF 
Vicma cables. W 
SUPERLUX .. The General Electric Co., Ltd., Magnet House, Kingsway, W.C.2. 
Glassware. A 
SUPERSCALE.. .. Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. TITA 
Indicating instruments. L 
SUPERTUFF .. W.T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. TITA! 
Tough rubber sheathed trailing cable. S 
SUPREME L. G. Hawkins & Co., Ltd., 30-5, Drury Lane, W.C.2. — 
Electric washing machines and domestic : 
appliances. 
TORI 
SUPREME | L. G. Hawkins & Co., Ltd., 30-5, Drury Lane, W.C.2. 
Household and commercial lighting fittings h 
and equipment. 
TRE\ 
SWAN BRAND . .. | Bulpitt & Sons, Ltd., Swansea Works, 158-161, Camden St., Birmingham. E 
Electrical cooking and hati ing appliances. TRIN 
SWAN BRAND... ....._.._—.... Mayall & Co., Ltd., 61, Moor St., Birmingham. J 
Electric heating and cooking utensils, r 
sterilisers and hres. TRIL 
SYMITE.. .. | H. D. Symons & Co., Lid., Park Works, Kingston Hill, Surrey. F 
High tension jasulating sleeving , tropical 
insulating sleeving. TRIV 
I 
SYNCHRONOMAINS .. oe ‘A .. The Synchronome Co., Ltd., 19, Caxton House, Westminster, S.W.1. s 
Synchronous electric clocks. c 
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MANUFACTURED BY OR OBTAINABLE FROM 


Flectric impulse clocks, electric synchronous 
k 
clocks. 


YNCLOCK 


Electric clocks. 


SYNOBEL . 


E ‘lectrical ‘noulating varnishes for coils, arma- | 
tures, bobbins, tape, asbestos, hemp cotton, 
linen paper, etc. 
TANGENT 
Sound signals, ‘relays. and small ‘current | 
apparatus. 


SYNCHRONOME | 


Electrical valve control, electric stop motions, | 
electric cranes. 
TEDDINGTON 


Thermostats, pressure controls, electrically 
operated valves and control apparatus, etc. 


Tumbler switches, accessories, switchgear, 
ironclad gear. 


TELACCESSORIES 


Electrical installation accessories. 


TELACITE. . 


Moulded accessories. 


TELACIZING 


Improved rustproofing processes. 


TELECHRON 


Electric clocks. 


TELENDURON .. 


Battery containers. 


TELENDURON . 
Insulators for telegraph and ‘telephone lines, 
also insulation mouldings for electrical trade. 


TENBY_... 
Wiring system. 

TENBYLUXE 
Switches. 


TEST SHEATH . 
Test conductor for ‘underground. electric 
cables. 


Electric blankets and pads, electro-medical 
gear, etc. 


THERMOLATOR 


Thermostatic circulatory immersion ‘heater. 


THISTLE .. 
Conduit tubes and fittings. 


THOR 


Washers, ironers, vacuum cleaners. 
Automatic voltage regulators. 


Lampholders, tumbler switches, switchplugs. 
TITAN 
Switch fuses and splitters. 
TONG-TEST 


A portable ammeter for a.c. and d.c. measure- | 
ments. 


TORRIBAR 
Radiant boiling plates, water immersion | 
heaters and circulators. 


TREVA | 


Electrical accessories, lampholders, ete. | 


| 


Joint box filling compounds, sealing and oil- | 
resisting compounds, etc. 


Fuses, fuseboards, ironclad fusegear and 


switchboards. | 


TRIVECTOR 
Instrument integrating kW, kVA and kVA 
sin ¢, and indicating the maximum demand 
on any or all of the three components. 


| Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 


. $. 0. Bowker, Ltd., Regent Row, Birmingham, 1. 


. | Hurley Machine Co. (England), Ltd., 55-59, Oxford St., W.1. 


| The British Thomson-Houston Co., Ltd., Rugby. 


: | J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham, !1. 


Synchronome Co., Ltd., 19, Caxton House, S.W.1. 


| Nobel Chemical Finishes, Ltd., Nobel House, Buckingham Gate, S.W.1. 


Gent & Co., Ltd., Faraday Works, Leicester. 


James Tate & Co., Victory Works, Bradford. 


The British Thermostat Co., Ltd., Teddington Works, Windmill Rd., 
Sunbury-on-Thames, Middlesex. 

J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham, 11. Bai git ¢ 


J. H. Tucker & Co., Ltd., King’s ‘Rd., Tyseley, Birmingham, 11. 
J. H. Tucker & Co., Ltd., King's Rd., Tyseley, Birmingham, |1. . 


J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham, 11. 


Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 


Thos. de la Rue & Co., Ltd., Shernhall St., Walthamstow, E.17. 


Thos. de la Rue & Co., Ltd., Shernhall St., Walthamstow, E.17. 


S. O. Bowker, Ltd., Regent Row, Birmingham, |. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Thermega Ltd., 51-53, Victoria St., London, S.W.1. 


Ferranti, Ltd., Hollinwood, Lancs. 


James McDougall, Ltd., Hope Patent Tube Works, Wednesbury, Staffs. 


J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham, I1. 


Crompton Parkinson Ltd., Bush House, Aldwych, W.C.2. 


| The Hotpoint Electric Appliance Co., Ltd., 24, Newman St., W.1 g 
Trevelyans (B'ham), Ltd., 155, Bracebridge St., Birmingham, 6. 
Dussek Bitumen & Taroleum, Ltd., Empress Wharf, Bromley-by-Bow, E.3. 


| Castle Fuse & Engineering Co., Ltd., “ Castle Works,” 33, Chester St., 


Landis & Gyr, Ltd., Elgee Works, Victoria Rd., North Acton, W.3. a a 8 


_ 
hy 
A. ™ 
— 
= 
road 
aks 
- - - =. é 


22 Tue ELectr 


NamME AND DESCRIPTION. 


Review Trape Names SuppLeMeNT. September 25th, 1936 
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Tough rubber sheathing for wires and 
trailing cables. 


Tumbler switches, accessories, switchgear, 
ironclad gear. 


TUDOR... = 
Accumulators. 


Insulating tube, rod and panel. 
Battery chargers and rectifiers. 

TUNGSTALITE .. 

Electric lamps. 


TUNGSTEN 
Contacts, plates, tungsten tipped switchgear 
and telephone contacts. 


Lighting standards for typewriters, office 
machines and all purposes. 


Electric light fittings. 


UNION 
Two-purpose adaptor. “Can be used both as 
a B.C. adaptor and as a two-pin plug of 
5 amp. B.S. gauge. 


Unity tubular electric heater, unity flood 
heater, unity panel radiator. 


VELOX 


Constant 5 pressure steam generator. 


VENTAXIA 


Air extractors. 


VERITYS .. 
Motors, dynamos and ‘switchgear for com- 
mercial and marine use. 


VICTORITE 
Cable. 


VIDOR 
Dry batteries, domestic electrical appliances. 


VIRCLAD .. 
Cables. 


VISPANS .. 
Steel pans designed for the storage ¢ or £ segre- 
gation of small parts. 
Embedded resistance units. 
VULCANISED FIBRE . 
Super seasoned, in sheets, rods and tubes. _ 


Vulcanised fibre and leatheroid, sheets, rods, 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham, 11. 


Tudor Accumulator Co., Ltd., 50, Grosvenor Gardens, Westminster, S.W.|, 
Ellison Insulations, Ltd., Wellhead Lane, Perry Barr, Birmingham, 20. 

The Edison Swan Electric Co., Ltd., Ponders End, Middlesex. 

Tungstalite, Ltd., 47, Farringdon Rd., E.C.1. 


Tungsten Contacts, Ltd., 3, Haverstock Hill, N.W.3. 


The Typerlite Co., 86, Cannon St., E.C.4. 


Troughton & Young, Ltd., 143, Knightsbridge, S.W.1. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 


Unity Heating, Ltd., Unity Works, Welwyn Garden City, Herts. 


Hartlepool. 
Utilities (London), Ltd., Walton House, 1, Newman St., London, W.1. 


Veritys Ltd., Plume Works, Aston, Birmingham. 


Johnson & Phillips, Ltd., Charlton, S.E.7. 
Vidor Limited, West St., Erith, Kent. 
Electric Cables, Ltd., 25, Old St., E.C.1. 


Constructors, Ltd., Nickel Works, Tyburn Rd., Erdington, Birmingham. 


The Micanite and Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


Mosses & Mitchell, Ltd., Chiswell Works, 60-68, Ironmonger Row, E.C.1. 


tubes and machined shapes. 
WALGLOW 


Electric fires. 


WALSALL . 
Steel conduits and fittings. 


WANDLE . 


Electric wires, cables and flex, 


WANDSWORTH (Regd.) 
Interlocked switchplugs (automatic action), 
switchplugs, tumbler type, tumbler switches, 
plugs and sockets. 


WARDELYTE 


Glassware units. 


Electric clocks. 
WARWICK... 


Ironclad and unmounted switch and tue 
ar, modern and period electric light fittings, 
one pholders and accessories. 


Walsall Conduits, Ltd., Excelsior Works; West Bromwich. 
Walsall Conduits, Ltd., Excelsior Works, West Bromwich. 
Wandleside Cable Works, Ltd., 106, Garratt Lane, S.W.18. 


Wandsworth Electrical Mnfg. Co., Ltd., Imperial Works, Kenyon St., 


Birmingham, 18 


The Wardle Engg. Co., Ltd., Old Trafford, Manchester. 
Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 


William McGeoch & Co., Ltd., Warwick Works, 46, Coventry Rd., 
Birmingham, 10. 


Richardsons Westgarth-Brown Boveri Ltd., Hartlepool Engine Works, 


Zenith Electric Co., Ltd., Zenith Works, Villiers Rd., Willesden Green, N.W.2. 
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WEIDE NHOFF .. 
Shop equipment for battery | electrical 


ice. 


RICS 
Arc welding electrodes. 


Waste oil filters, duck, torch and flare lamps, 
paint spraying equipment, lime and colour 
sprayers. 

WEMBLEY 


Street-lighting lanterns. 

WEMCO 
Fire alerm, telegraph, wireless and allied 
instruments and apparatus. 


WESTINGHOUSE 
Refrigerators. 


WESTMINSTER 


Carbon brush holders, arc lamps (photo and 
medical), electric welding machines. 


WESTON .. 
Electrical measuring instruments, instruments 
for radio service, high frequency thermo in- 
struments, 


WILD B 
Furnaces and muflles, wires 
and tapes. 

WINDIFANS 


Propelair fans and small special duty motors. 


WITTON 


Electeic motors fer domestic ond industrial | 


uses. 


WITTONITE 


Insulating mouldings. 


WORKSLITE 
Reflectors for industrial lighting. 


Switchplugs, fuseplugs, joint bones, etc. 
WYLEXION 
B.S.S. plugs and sockets. 


XCEL 
Electric domestic and industrial heating 
and cooking apparatus, etc. 


XCEL 


Electric and cooking appliances. 


& WW. 
Cables. 


ZAPON.. 
Lacquer for protecting ‘electrical fittings, fires, 
etc., in all metals. 


High rupturing capacity fuses and switchgear. 
ZEDA 


Domestic appliances, irons, ‘wiring acces- 
sories, etc. 


ZENAL 


Non-oxidising fuse element. 


Embedded resistance units. 


Resistances, transformers, meter - testing 
equipment, etc. 

ZENOHM . 


Heavy duty strip resistance units. 


Printed in Great Britain by Tae CorNwaLt Press Ltp., 1, Paris Garden, Stamford Street, 


Autocar Electrical Equipment Co., Ltd., 32-4, Albert Embankment, S.E.11. 


Weldrics (1922), Ltd., Station Rd., Beeston, Notts. 


A. C. Wells & Co., Ltd., Carnarvon St., Cheetham, Manchester. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


Walter's Electrical Mnfg. Co., Ltd., Kensaltown Works, Kensal Rd., W.10. 


The Lightfoot Refrigeration Co., Ltd., Bush House, W.C.2. 


Westminster Engineering Co., Victoria Rd., N.W.10. 


Weston Elecl. Instrument Co., Ltd., Kingston By-Pass, Surbiton Surrey. 


Wild-Barfield Electric Furnaces, Ltd., Elecfurn Works, North Rd., 


Holloway, N.7. 
Woods of Colchester (M. W. Woods, Ltd.), Windifan Works, Colchester. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
The Wardle Engineering Co., Ltd., Elsinore Rd., Old Trafford, Manchester. 
George H. Scholes & Co., Ltd., Wylex Works, Wythenshawe, Manchester. 
George H. Scholes & Co., Ltd., Wylex Works, Wythenshawe, Manchester. 


Elexcel, Ltd. (Proprietors: Automatic Electric Co., Ltd.), Victor Works, 
Broad Green, Liverpool, 14. 


Downes & Davies, | & 9, Stanley St., Liverpool. 
Young & Wildsmith, Ltd., 35, Little Russell St., W.C.1. 


The Fredk. Crane Chemical Co., Ltd., Alma St., Smethwick, Birmingham. 


Siemens Electric Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C.4. 


Z Electric Lamp & Supplies Co., Ltd., 21, Newman St., W.1. 


Parmiter, Hope & Sugden, Ltd., Newton Avenue, Longsight, Manchester. 
The nate Electric Co., Ltd., Zenith Works, Villiers Rd., Willesden Green, 


The —_ Electric Co., Ltd., Zenith Works, Villiers Rd., Willesden Green, 


. 


The Lr Electric Co., Ltd., Zenith Works, Villiers Rd., Willesden Green, 


8S.E.1, and 
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ELECTRICAL 
REVIEW’S 
INSTRUCTION 
Cc A D (illustrated) 


for dealing with 
apparent death 
from electric shock 


DELAY IS FATAL . 


HOME OFFICE ELECTRICITY 
Prices REGULATION No. 29 


Chromo Art Paper, 20” x15” 


6d. each, post free 7d. 


Mounted on Cardboard, edged 
with Linen, Varnished, Eyeletted 
and Corded for hanging on wall 


1/6 each, post free 2/- 


This Regulation, as amended in April, 
1935, requires that instructions as to the 
treatment of persons suffering from electric 
shock shall be affixed in all premises where 
electrical energy is generated, transformed 
or used at a pressure normally exceeding 
125 volts alternating or 250 volts direct; 
and in such premises, or classes of premises, 
in which electrical energy is generated, 
transformed or used at lower pressures 
as the Secretary of State may direct. 


Mounted on Linen, with Rollers, 
Varnished, for hanging on wall 


2/- each, post free 2/3 


GALVANISED IRON FOR 
DAMP SITUATIONS 


4/- each, post free 4/6 


Obtainable from 


THE ELECTRICAL REVIEW 


Dorset House - - - Stamford Street 
LONDON, S.E.1 


*Phone: WATerloo 3333 
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July 8, 1936 
COMPANY MEETING. 


THE ELECTRICAL REVIEW SUPPLEMENT 23 


COMPANY MEETING.—Continued. 


THE CALLENDERS CABLE AND 
CONSTRUCTION CO., LTD. 


15 Per Cent. for the Seventeenth Year. 
Promising Outlook for 1936. 
Sir Fortescue Flannery on Investment Revenue. 


T= fortieth ordinary general meeting of the above Com- 
pany was held on July 1 at the Waldorf Hotel, Aldwych, 

London, W.C., Sir J. Fortescue Flannery, Bart., H.M.L., 

M.Inst.C.E. (the Chairman of the Company), presiding. 


The Secretary (Mr. Howard Foulds, F.C.1.S.) having read 
the notice convening the meeting and the report of the 
auditors, 

The Chairman said : 

Once more I am in the happy position of presenting to you 
a report and accounts which show a satisfactory result of the 
year’s trading, and, as I foreshadowed in my remarks last 
year, an improvement on the previous year’s trading. In this 
respect we have enjoyed our share of the general improve- 
ment in trade which the whole country has experienced dur- 
ing the last eighteen months, and thanks to our widespread 
connections and old-established associations, the reward of 
years of wise organisation and of persistent development in 
scientific discovery and in the processes of manufacture is 
expressed in the substantial profits shown in the accounts 
before you. 

One of the outstanding features and one of the principal 
mainstays of our business is the system of regular contracts 
which we make with substantial buyers annually for their 
supplies, and I am happy to state that there has been a grati- 
fying renewal in this respect, which, I take it, confirms that 
our manufactures are satisfactory, our prices reasonable, our 
services welcome, and the confidence of our customers un- 
abated. 

It is well to bear in mind that the income of the company 
is not entirely obtained from its manufacturing and sales. As 
you will see from the accounts, it has a very large amount 
in investments, and the consequence is that a substantial pro- 
portion of the profits of the company is derived from those 
investments. This form of income does not seriously suffer 
the vicissitudes of ordinary trade fluctuations. 


At the Anchor Works at Leigh, during the past eighteen 
months, we have carried out a very thorough reconditioning 
and extension of the buildings and plant, and when this 
reconditioning is complete we shall be in a position to deal 
with a larger output than hitherto, at a substantial reduction 
in cost, and a greater capacity for rapid delivery. 

Taking the profit and loss account, you will see that the 
gross profits are £647,515. ‘This is £120,000 higher than was 
the case in the gross profit of last year. The increase is spread 
generally over the business of the company, both on the manu- 
facturing and the contracts side, and the investment side also 
has shown a bigger return than last year. 

Your directors have decided to do as they have done for the 
last sixteen vears, and recommend for this, the seventeenth 
year, a dividend of 15 per cent., which will require £168,587, 
and to carry forward £390,234, which is an increase in the 
earry-forward of approximately £84,000. 


Your directors gave consideration to the question of increas- 
ing the distribution to the shareholders, but after giving the 
matter prolonged and careful deliberation they came to the 
conclusion that the wiser course was to pay as they have paid 
for so many years—15 per cent.—and to preserve within the 
resources of the company the substantial balance which I have 
mentioned. 


I think you will agree with me that few companies can 
show a more satisfactory statement of accounts than has been 
put before you to-day, and these accounts thoroughly justify 
the recommendations made by your directors, and, I am sure, 
will create satisfaction in the minds of the shareholders as to 
the state of the company. 

Now you would wish me to say something as to the trade 
of the present year, and as to the future, before I sit down. 
First of all, let me say that the trading for the first five 
months of the year has improved on 1935, and the output of 
our works in May was a record, and therefore we have every 
reason to believe, unless some unforeseen disaster arises, that 
we shall do as well this year. 

The development of the business is proceeding favourably. 
At any rate, 1936, so far, is satisfactory, and I hope that when 
you meet next year I may be able to submit to you at least 
as good a result as the figures which I have placed before 
vou to-day. 

The Chairman concluded by moving the adoption of the 
Report and Accounts. 

Sir Tom O. Callender, J.P. (Deputy Chairman and Managing 
Director), in seconding the motion, said: 


Once again I am glad to have the opportunity of addressing 
you in regard to our overseas trade, which I need hardly say 
is constantly changing, but is on the whole steadily advancing 
and giving us a very useful addition to the profit which we 
are showing you in our balance-sheet. 


Our first shipments to the East were to Penang in 1904, 
but we soon moved to Calcutta ; and this was followed by the 
opening up of our Bombay department, where, through the 
friendly co-operation of the Bombay Electric Supply Company, 
and later the Tata Company, we have maintained a constant 
and close connection with Bombay, and I am glad to say that 
that still continues. 


The first instance in which we took an active financial share 
in work operated from Bombay was with the Tata group, and 
later in Ahmedabad, where, in conjunction with a number of 
leading Bombay merchants at the time of one of my visits 
to India, we formed a local company for supplying current 
to the consumers in that city, especially the mill owners. 
Since then operations have been extended in that city, includ- 
ing the building of a new and modern station to replace the 
old one; and I am glad to say that this has gone forward and 
has proved successful—financially and otherwise. 


From Bombay we have spread out to Delhi, Agra, and many 
other important towns. 

Resulting from the successful undertaking of the Uhl River 
work, we have lately been brought into touch with the Govern- 
ment of Madras, where large contracts have been completed 
by us, and new work is well on the way. 

The native State of Travancore has also called upon us to 
supply a main transmission line of over 150 miles in extent 
to supply ‘their towns and to give electric power in many parts 
of the widespread area of that State. 

In South Africa for several years past there has been an 
ever-increasing demand for electrical energy in connection 
with the gold mining industry and general local supply, and 
we have participated to a considerable extent therein. 

In Australia some very large and important works have been 
carried out by us; and our operations are still going steadily 
ahead both in Melbourne and Sydney. 

With these few remarks I beg to second the motion for the 
adoption of the report and accounts which Sir Fortescue has 
so ably put before you. 

The resolution was carried unanimously. The retiring direc- 
tors were re-elected. A resolution was passed to convert the 
issued and fully paid up Preference and Ordinary shares into 
stock. 

A cordial vote of thanks to the Chairman, directors, and 
staff was unanimously accorded. 2866 


Replies to advertisements under Box 
numbers should be addressed as 
follows :— 
To Box 
ELECTRICAL REVIEW, 
DORSET HOUSE, 
STAMFORD STREET, 


LONDON, S.E.1 
E.R.s 


of tapping troubles 
eliminated by 


HASKINS 


EXCLUSIVE FEATURES. 


@ PEDAL CONTROL of 
TAPHEAD 


SPECIAL SAFETY PULL 
SPRING ABSORBING EX- 
CESS PRESSURE. 


@ NON FLOATING SPINDLE. 


An improved machine giving new 
high tapping speed that in- 
creases production by 100%’; 
cuts tapping costs, eliminates 
tapping troubles and makes every 
tapped hole as accurate as the 
tap itself. 


MARBAIX 


EUROPEAN 
DIRECT FACTORY 
REPRESENTATIVES. 
PROMPT DELIVERIES 
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LONDON FAN & MOTOR is 


DARNOC HOUSE, 33/37, ALFRED PLACE, W.C.1. 


*Phone : Museum 3638/39 


A.C. & D.C. 


@ Very light—Easily handled. Made in England, 

@ No dirt bag to empty—The hygienic fibre 
container is easily disposed of. 

@ No brush to keep clean or wear out, Pile 
opened by two special fibre sttokers. 

@ Automatically adjusted to pile thickness. 

@ Visible indication of dust collection. 

@ Ample supply of light-weight dusting tools— 
all easily fitted. 

@ Floor Polisher—Moth Destroyer. 

@ Highly polished with a choice of attractive 
colours. 


EMGRALD STREET, W.C.1. 
8722 


DIZER 


sells itself! 


WITH THESE OUTSTANDING 
r EXTRA FEATURES 


= 


MODEL 600 


GENEROUS 

DISCOUNT 

Trade invited 

to write for 

further details 
“DIZER DEFEATS DIRT" 


M. C. DIZER LTD., 


AFRICA HOUSE,KINGSWAY, W.C.2 
Telephone: HOLBORN 8265-8294 


YWGEOVERS 
REGD. 
FAN 
(VC ® DI WE 
XQ = /s 
( / ex | | 
: 
sie 


